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ACTION OES-09 

INFO OCT-01 EA-12 ISO-OO ACDA-12 CIAE-00 INR-10 10-14 
L-03 NSAE-00 NSC-05 EB-08 NRC-07 SOE-02 DODE-OO 
SS-15 SP-02 CEQ-01 PM-05 SAS-02 /108 W 

105400 161046Z/13 

P R 160910Z AUG 78 
FM AMEMBASSY SEOUL 
TO SECSTATE WASHDC PRIORITY 2895 
USDOE WASHDC PRIORITY 
USDOE GERMANTOWN PRIORITY 
INFO AMEMBASSY TOKYO 

UNCLAS SEOUL 7181 

DEPARTMENT FOR OES/NET R LIIMATAINEN 
DEPARTMENT PASS NRC J. LAFLEUR 
TOKYO FOR B. HILLS 

E.O. 11652: N/A 

TAGS: TGEN, TECH, ENRG, KS 

SUBJECT: FOI REQUEST CONCERNING MEASURES TAKEN TO GUARANTEE 
SAFE OPERATION OF KO-I 1 

REF: A) STATE 205161, B) 77 SEOUL 7413 

1 . BECAUSE INFORMATION CONTAINED IN REFTEL B CONCERNS 
U.S. FIRM (WESTINGHOUSE) PROVIDING THE KOREA ELECTRIC 
COMPANY WITH EXPERIENCED REACTOR OPERATING PERSONNEL 
(OPERATORS AND MAINTENANCE MEN) UNDER TERMS OF A COMMERCIAL 
CONTRACT WHICH IS PRESENTLY IN FORCE, EMBASSY CONSIDERS 
PROPOSED DECLASSIFICATION AND RELEASE OF INFORMATION 
APPROPRIATE. 

2. KINDLY NOTE THAT THE ONE YEAR CONTRACT IS FOR THE PERIOD 
APRIL 29, 1978 THROUGH APRIL 28, 1979. THE KOREA ELECTRIC 
COMPANY OFFICIALLY TOOK OVER KO-RI 1 OPERATION ON APRIL 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 jan 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: F O I, NUCLEAR SAFETY, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 16 aug 1978 
Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978SEOUL07181 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780335-0063 
Format: TEL 
From: SEOUL 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780859/aaaabwri.tel 

Line Count: 57 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 36f68662-c288-dd11-92da-001cc4696bcc 

Office: ACTION OES 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 205161 , 77 SEOUL 7413 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1721885 
Secure: OPEN 
Status: NATIVE 

Subject: FOI REQUEST CONCERNING MEASURES TAKEN TO GUARANTEE SAFE OPERATION OF KO-I 1 
TAGS: TGEN. TECH, ENRG, KS 
To: STATE COM 
Type: TE 
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